From: 

Sent: 

To: 


Nassif, Julianne (DPH) 

Friday, March 23, 2012 8:01 AM 

Corbett, Kate (DPH); Feiden, Stacey (DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); 
Khan, Annie (DPH); Lawler, Michael (DPH); Lleshi, Hevis; Medina, Nicole (DPH); 
O’Brien, Elisabeth (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Salemi, Charles 
(DPH); Saunders, Della (DPH); Tan, Zhi (DPH); Tran, Mai (DPH) 

Subject: exhaust fan down- Monday morning 

Importance: High 


**** There will be some maintenance on the exhaust fans servicing the drug lab early Monday morning (~ 5:30 
AM expecting to last about 1 hour). Please verify that hoods are functioning properly before you use them**** 

Thanks, Julie 

juLLaiA^iA^ Nflsslf 
Director of Analytical Chennistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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